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Spree steweeg Gro AT TGR ATT pe re ne 
ou dieged “aot de 8 AS a oe SQ Se ae aa a 


rey to Vep in Attachment rT 


1. TAZey bheek for raisins stdps cut of th water. This hes veen rebuilt 
siacea 1y5. 

*y C88 sas 

fie De ah we 

2, lines approximately 100 x 0 meters. 


a. Vorve, machin: shons, and locksmith's vorkshop. 
pb. Comnressor installetion. 

ec. vJomoressed air tank. 

ad. Transvormer. 

ae) 


it. Smali wooden pier for dockin: smaller vessels. s has becn retmilt since 19))5, 


* 


oo Chinmaey . 
4, “eller Yer a, housed in a bui)din: eomrcximotely U0 x GO meters. In this velle- 


amntimned shor, sip botlars sre revaire. 


»® Torre, 


a. Voller fore. 
c 


. Special heatin~ Surnace, 

7 Carbide etora-e house. 

". Iron cmp, containin: sheet and section fren, 

De Varnishin: shop. 

‘C. The old machine shop, housed in a twoestcvy builds aprroxinately 80 x 2h 
meters, It is equipped ith new metalewo.cin’ machines. chiefly of American 
and Cervran origin. Cn the second floor is 4 small losksmith's shon. 

jl. “arebouse. 

32. oliles Fouse, rhich is not a power irstallation in the usial sense but 
linited to the generation of steam nas ssary for the hammrs, presses, 
heatiny, ete. the boilers are heate*: ~ith oi] shale. Inthe boiler house 
there is slso a Uiesel unit used as an emergency installetiin for seneratins 
current, Jt is adequate only for the zeneration of porer fc. li~htine. 


Current is ordinarily vrovided by the nearby pever station, 


4. Severcl-steriod stene advinistretion b:ildine, ~tich houses in :2ditien te 
offices the instm jations kitchen and its nain store roors. 


la. Telwanigin~: sncp. 
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